236     DOCKETED ITEMS
-8503190518 Responds to NRG 841205 Itr re violations noted in insp Rept 50-482/84-49.Corrective actions:fiber drums of activated charcoal returned to warehouse for
KOESTEaaL Kansas Gas & Electric Co. 85/01/04. DENISE.R.P. Region 4, Office of Director. 3pp. 29407:154-29407:156.
-8503190520 Suppls 850104 response to NRC 841205 Itr re violations noted in Insp Rept 50-482/84-49.Corrective actionsial! plant bldgs transferred to jurisdictional control of util operations, including more stringent operations fire protection program. KOESTER.G.L Kansas Gas & Electric Co. 85/01/29. DENISE.R.P. Region 4, Office of Director. 1p. 29407:157-29407:157.
8503190335 Forwards Insp Rept 50-482/85-09 on 850121-0215.No violation or deviation noted.
DENISE.R.P. Region 4, Office of Director. 85/03/14. KOESTER.G.L Kansas Gas & Electric Co. 2pp. 29409:032-29409:052.
-8503190341 Insp Rept 50-482/85-09 on 850121-0215.No violation or deviation noted. Major areas inspected:control room operations.preoperational test & testing.review of startup & power ascension procedures.staffing & quality first program.
SMITH.R., BRESLAU.B., MADSEN.G. Region 4, Office of Director. 85/03/14. 19pp. 29409:034-29409:052.
8503250191 Forwards Insp Rept 50-482/85-02 on 850107-11 & notice of deviation. DENISE.R.P. Region 4, Office of Director. 85/03/15. ROESTER.G.L. Kansas Gas & Electric Co. 2pp. 29491:232-29491:246.
-8503250197 Insp Rept 50-482/85-02 on 850107-11.Deviation noted: licensed operator training commitment not met.
HACKNEY.C.A., BAIRD.J.B., MARTIN.LE. Region 4, Office of Director. 85/03/12. 10pp. 29491:235-29491:246.
G. Adjudicatory correspondence
8503150419 Order extending time for Commission to determine whether to review ALAB-798 to 850327.Served on 850314.
CHILK.S.J. Office of the Secretary of the Commission. #185 051. 85/03/14. Commissioners. 1 p. 29373:130-29373:130.
J. Insurance & indemnity information
8503210276 Unexecuted Amend 2 to Indemnity Agreement B-99,changmg Items 2.A.3 & 5.
SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/03/01. 2pp. 29479:342-29479:343.
P. Operating license stage documents & correspondence
8503250137 Forwards License NPF-32,Tech Specs.environ protection plan, FR notice,Amend 2 to Indemnity Agreement B-99 & "Assessment of Effect of License Duration on Matters Discussed in FES."
THOMPSON.H.L Division of Licensing. 85/03/11. KOESTER.G.L Kansas Gas & Electric Co. 4pp. 29497:107-29497:146.
-8503250139 License NPF-32 for facility.
DENTON.H.R. Office of  Nuclear Reactor  Regulation,  Director. 85/03/11. 12pp. 29497:111-29497:122.
-8503250146 "Environ Protection Plan (Nonradiological)." App B to License NPF-32.Antitrust conditions encl.
*   Office of   Nuclear Reactor  Regulation,   Director. 84/07/31.  24pp.  29497:123-29497:146.
-8503200487 Notice of issuance of License NPF-32,limiting operation to 5% full power. YOUNGBLOOD.BJ. Licensing Branch 1. 85/03/11. 9pp. 29497:147-29497:155.
8503260582 Summary of 841128 meeting w/util re status of completion & future schedule for licensing.Handouts encl. O'CONNOR.P.W. Licensing Branch 1. 85/03/18. Licensing Branch 1. 25pp. 29519:213-29519:237.
Q. Inspection reports, IE Bulletins & correspondence
8503070416 FOIA request for three categories of documents re facility. VARRICCHIO.M. Government Accountability Project. 84/08/14. Office of Administration. 2pp. 29279:098-29279:099.
8503070423 Responds to FOIA request for three categories of documents re facility.Forwards App A documents.Documents also available in PDR.Ofc of Resource Mat found no records subj to request.
FELTON.J.M. Division of Rules and Records. 84/08/31. VARRICCHIO.M. Government Accountability Project. 4pp. 29279:100-29280:034.
-8503070426 Weekly Rept 1 for period 840725-31.Entrance meeting for fire protection program review held on 840730.Insp to review applicant compliance to fire protection program provided in Branch Technical Position APCSB 9.5-1 & 10CFR50,App R. DENISE.R.P. Region 4, Office of Director. 84/08/02.4pp, 29279:104-29279:107.
-8503070429 Weekly Rept 2 for period 840801-09.Exit meeting for fire protection insp held on 840803.Number of administrative procedures,operating procedures & surveillance test procedures found to have numerous inconsistencies & errors. DENISE.R.P. Region 4, Office of Director. 84/08/10. 4pp. 29279:108-29279:111.
-8503070432 Weekly Rept 3 for period 840810-16.Primary plant temp at 150 F w/ bubble in pressurizer as of 840814.Two of four reactor coolant pumps operated to maintain temp. DENISE.R.P. Region 4, Office of Director. 84/08/15. 3pp. 29279:112-29279:114.
-8503070436 Weekly Rept 4 for period 840817-23.Plant at 450 F & 800 psi on primary side w/bubble in pressurizer w/four reactor coolant pumps running.Related info encl. DENISE.R.P. Region 4, Office of Director. 84/08/23. 54pp. 29279:115-29279:147.
8503250489 Forwards Insp Rept 50-482/84-18 on 840730-0831.No violation or deviation noted.
DENISE.R.P. Wolf Creek Task Force. 84/10/24. KOESTER.G.L. Kansas Gas & Elec trie Co. 2pp. 29500:355-29501:019.
-8503250490 Insp Rept 50-482/84-18 on 840730-0831.No violation or deviation noted.Major areas inspected:fol!owup of allegations.preservice insp & safety-related mechanical components & containment piping penetrations.
TAYLOR.R.G.. BESS.J.E., NORMAN.D.E. Wolf Creek Task Force. 84/10/18 25DD 29500:357-29501:019.                                                                                           ' HF<
8503250464 Ack receipt of 841025 Itr informing NRC of steps taken to correct violation^ noted in Insp Rept 50-482/84-20.                                                                                  S
JOHNSON.E.H. Wolf Creek Task Force. 84/11/26. KOESTER.G.L Kansas Gas & Electric Co. 2pp. 29500:348-29500:352.
-8503250476 Responds to NRC 840928 Itr re violations noted in Insp Rept 50-482/84-20.Corrective actions:training provided to startup personnel covering requirements of startup administrative procedures.
KOESTER.G.L Kansas Gas & Electric Co. 84/10/25. DENISE.R.P. Wolf Creek Task Force. 3pp. 29500:350-29500:352.                                                                               5K
8503250487 Ack receipt of 840601 & 0820 Itrs informing NRC of steps taken to correct violations noted in Insp Rept 50-482/84-08.
DENISE.R.P. Region 4, Office of Director. 84/11/28. KOESTER,G L Kansas Gas & Electric Co. 1 p. 29500:283-29500:285.
-8503250488 Responds to NRC 840504 & 0731 Itrs re violations noted in Insp Rept 50-482/84-08.Corrective actions:missing sys discrepancy lists evaluated & addressed per applicable site procedures to assure that discrepancies properly corrected. KOESTER.G.L Kansas Gas & Electric Co. 84/08/20. HUNTER.D.R. Region 4 Office Of Director. 2pp. 29500:284-29500:285.                                                      a
8503050073 Forwards SALP Rept 50-482/84-36 for Aug 1983 - Sept 1984. Category I ratings assigned in areas of support sys, instrumentation & control sys.licensinq activities.radiation protection & environ surveillance.
MARTIN.R.D. Region 4, Office of Director. 85/02/19. KOESTER.G.L Kansas Gas & Electric Co. 2pp. 29221:195-29221:226.
-8503050080 SALP Rept 50-482/84-36 for Aug 1983 - Sept 1984.Category I ratings assigned in areas of support sys.instrumentation & control sysjcensina activities.radiation protection & environ surveillance.
MARTIN,I.E., DENISE.R.P. Region 4, Office of Director. 85/02/01. 29pp. 29221-198-29221:226.
8503010251 Forwards Insp Rept 50-482/84-23 on 840910-1214 & notices of violation & deviation.
DENISE.R.P. Region 4, Office of Director. 85/02/25. KOESTER.G.L. Kansas Gas & Electric Co. 2pp. 29163:060-29163:086.
-8503010254 Notice of violation from insp on 840910-1214.
*  Region 4, Office of Director. 85/02/25. 2pp. 29163:062-29163:063.
-8503010258 Notice of deviation from insp on 840910-1214.
*  Region 4, Office of Director. 85/02/25. ip. 29163:064-29163:064.
-8503010262 Insp Rept 50-482/84-23 on 840910-1214.Violation & deviation noted:(ield weld in EJ04-C021 component support received only visual exam & not examined by either magnetic particle or liquid penetrant methods.
TAYLOR.R.G., ELLERSHAW.LE., MULLIKIN.R.P. Region 4, Office of Director. 85/027 12. 22pp. 29163:065-29163:086.
8503040242 Forwards Insp Rept 50-482/85-06 on 850114-18.No violations or deviations noted.
DENISE.R.P. Region 4, Office of Director. 85/02/26. KOESTER.G.L. Kansas Gas & Electric Co. 2pp. 29184:210-29184:216.
-8503040248 Insp Rept 50-482/85-06 on 850114-1 S.No violations or deviations noted.Major areas inspected:radwaste program, including mgt controls.liquid.gaseous & solid waste sys,air cleaning sys & radiation monitors.
BAER.R.E.. MURRAY.B., MARTIN.LE. Region 4, Office of Director. 85/02/23. 5pp, 29184:212-29184:216.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Ste-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503050332 Forwards Insp Rept 50-482/85-07 on 850114-1 S.No violation or deviation noted.
DENISE.R.P. Region 4, Office of Director. 85/02/27. KOESTER.G.L Kansas Gas & Electric Co. 2pp. 29206:257-29206:265.
-8503050341   Insp   Rept   50-482/85-07   on   850114-18.No   violation  or  deviation noted.Major areas inspected:chemistry/ radiochennistry program.including review of outstanding open items & offsite corporate organization & qualifications. NICHOLASES., MURRAY.B., MARTIN.LE. Region 4, Office of Director. 85/02/23. 7pp. 29206:259-29206:265.
8503050347 Forwards Insp Rept 50-482/84-58 on 841217-24 & 850107-1 S.No violation or deviation noted.
DENISE.R.P. Region 4, Office of Director. 85/02/28. KOESTER.G.L Kansas Gas & Electric Co. 2pp. 29206:214-29206:232.
-8503050355 Insp Rept 50-482/84-58 on 841217-24 & 850107-1 S.No violation or deviation noted.Major areas inspected:control room operations.preoperational test & testing & review of startup & power ascension procedures.
SMITH.R., MADSEN.G.L., BRESLAU.B. Region 4, office of Director. 85/02/26.17pp.
29206:216-29206:232.
8503050479 Forwards Insp Rept 50-482/85-04 on 850101-14.No violation or deviation noted.
DENISE.R.P. Region 4, Office of Director. 85/02/28. KOESTER.G.L Kansas Gas & Electric Co. 2pp. 29209:177-29209:194.iscarded. BOOKER.J.E. Gulf States Utilities Co. 85/03/04. MARTIN.R.D. Region 4. Office of Director. 3pp, 29317:066-29317:068.
